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UNCLASSIFIED 

PAGE 01 ZAGREB 00467 24I029Z 
ACTION COME-00 


Message Text 


INFO OCT-OI EUR-I2 ISO-00 EB-08 CCO-00 PASO-00 /02I W 

098548 241934Z/43 

R231505ZMAY78 
FM AMCONSUL ZAGREB 
TO SECSTATE WASHDC 5238 


UNCLAS ZAGREB 467 


E.O. 11652: N/A 
TAGS: BEXP, YO 

SUBJECT: EXHIBIT AT ZAGREB FALL FAIR 


TO: CARL J. OSSENFORD 
GENERAL ELECTRIC 
SCHENECTADY, NEW YORK 

TELEX 145-424 


1. RE YOUR LETTER AND TELEX TO BRUCE MC MULLEN, AMERICAN EMBASSY, 
BELGRADE, CONGEN SUGGESTS YOU SHIP ITEMS FROM POZNAN VIA JUGOSPED. 
THIS FIRM WILL HAVE PERSONNEL AT POZNAN SPRING FAIR AND WILL GET 

IN TOUCH WITH YOUR EXHIBITORS THERE. CONTACT AT JUGOSPED IN ZAGREB 
IS VELENTIN DRETAR, ALEJA B. KIDRICA #2, 41001 ZAGREB, TELEX 21-320. 

2. WE ARE SENDING WRITTEN MATERIAL AND TARIFFS ON JUGOSPED AND 
OTHER ZAGREB-BASED FIRM, JUGOTRANSPORT. IF YOU WILL HAVE OTHER 
MATERIAL TO BE SHIPPED TO ZAGREB YOU MAY WISH TO CONSIDER USING 
EITHER OF THESE FIRMS, BUT FROM POZNAN JUGOSPED SEEMS MOST 
PRACTICAL. 


R. CHRISTENSEN 

AMERICAN CONSULATE GENERAL 
ZAGREB 


TELEX 21180. KAISER 
UNCLASSIFIED 
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NOTE BY OC/T: PASSED SCHENECTADY, NEW YORK. 
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